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ORIGIN SY-05 

INFO OCT-01 AF-06 ARA-06 EUR- 12 EA-07 NEA-10 ISO-OO /047 R 

DRAFTED BY A/SY/T: MHMUSSER:PH 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 

065865 

R 301521Z OCT 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ADDIS ABABA 
AMEMBASSY ABIDJAN 
AMEMBASSY ATHENS 
AMEMBASSY BEIRUT 
AMEMBASSY CANBERRA 
AMCONSUL FRANKFURT 
AMCONSUL HONG KONG 
AMEMBASSY NEW DELHI 
AMEMBASSY PANAMA 
AMEMBASSY PRETORIA 
AMCONSUL RIO DE JANEIRO 
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TAGS: ASEC 

SUBJECT: WALK THROUGH METAL DETECTORS 

1. ALL RTCS AND TECHNICALSECURITY OFFICES ARE REQUESTED TO 
SUMMARIZE TELEGRAPHICALLY THEIR EXPERIENCE WITH FRISKEM AF 
TYPE 43 WALK THROUGH METAL DETECTORS AS FOLLOWS: 

2. ADVISE THE NUMBER AND DISPOSITION OF ALL UNITS IN YOUR 
REGION, FOR INSTANCE UNOPENED AND IN STORAGE AT RTC OR TSO 
OFFICE, OPERATIONAL AND STORED AT RTC OR IN TS OFFICE, 
AWAITING REPAIR AT RTC OR TS OFFICE, OPERATIONAL AND 
INSTALLED AT SUCH AND SUCH POST, INSTALLED AT POST AND NOT 
OPERATIONAL, ETC. 
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3. WITHOUT MAKING ADDITIONAL TESTS ADVISE WHAT IS SUSPECTED 
TO BE WRONG WITH MALFUNCTIONING UNITS. 

4. AS TIME PERMITS, UNOPENED OR UNTESTED UNITS SHOULD BE 
CHECKED. WHEN THIS IS DONE AD VISE SY/T OF THE RESULTS. INGERSOLL 
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